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UNCLASSIFIED 

PAGE 01 STATE 175603 

73 

ORIGIN OPIC-06 

INFO OCT-01 ARA-10 ISO-00 EB-07 AID-05 /029 R 

DRAFTED BY OPIC/F MSCHOR 
APPROVED BY EB/IFD/ OIA:RJSMITH 
OPIC/F:AJHOPE (DRAFT) 

B/IFD/OIA:DHSTEBBING 

ARA/EP:AALLITTO 

027976 

PR 152130ZJUL76 
FM SECSTATE WASHDC 
TO AMCONSUL GUAYAQUIL PRIORITY 
INFO AMEMBASSY QUITO 

UNCLAS STATE 175603 

E.O. 11652: N/A 

TAGS: EFIN 

SUBJECT: LED WATCH ASSEMBLY PLANT 

1 . OPIC REQUESTS EMBASSY ASSISTANCE IN ARRANGING MEETING 
TUESDAY, JULY 20TH A.M. WITH MR. GARCIA AND MR. SCHMIDHAU- 
SER OE GARCIA WATCH COMPANY, GUAYAQUIL, WITH MR. IRVING 
GUTIN OF ARMIN CORP (U.S.) AND ADVISE PRIORITY TIME, PLACE 
AND PHONE NUMBERS. 

2. MR. GUTIN WILL ARRIVE MONDAY NIGHT AND CALL EMBASSY 
TUESDAY, A.M. WOULD LIKE TO MEET PRINCIPALS TUESDAY. 

3. MR. ANTHONY HOPE, VICE PRESIDENT/FINANCE, OPIC, 

RECENTLY VISITED WITH GARCIA AND BISTON FOR THIS PURPOSE. 
KISSINGER 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
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Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE1 75603 

Document Source: CORE 

Document Unique ID: 00 

Drafter: F MSCHOR 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760273-0938 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 976/newtext/t1 9760754/aaaabvba.tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN OPIC 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: schaefaj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2004 
Review Event: 

Review Exemptions: n/a 
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Review Media Identifier: 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: LED WATCH ASSEMBLY PLANT 
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